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192 Meteorology . 


meteorological table* 

By Mr. Carey* of the Strand* 
For November 1803 . 
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Weather. 
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28 

57 
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29 

44 

51 
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Cloudy 

Nov. 1 

47 

49 

46 

*28 

18 

Cloudy 

2 

46 

48 

46 

•17 

26 

.Cloudy 

3 

46 

49 

44 

*05 

25 

Cloudy 

4 

42 

46 

40 

*08 

29 

Fair 

5 

36 

42 

34 

29*89 

26 

Cloudy 

6 

32 

43 

42 , 

*80 

30 

Fair 

7 

42 

46 

43 

•69 

19 

Cloudy 

8 

43 

50 

44 

*62 

15 

i F °ggy 

9 

47 

52 

46 

•63 

0 

Foggy 

10 

46 

53 

45 

*70 

26 

Fair 

11 

46 

49 

44 

| *88 

0 

Rain 

12 

36 

43 

40 

30*10 

15 

Cloudy 

13 

39 

41 

! 35 

*10 

10 

Cloudy 

14 

31 

37 

, 3-2 

*11 

5 

Foggy 

15 

34 

46 

46 

29*90 

6 

Cloudy 

1 6 

50 

52 

51 

i *50 

25 

Fair 

17 

51 

54 

48 

*25 

25 

Fair 

18 

47 

47 

44 

28*77 

0 

Rain and a fall 
of snow to¬ 
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54 

48 

29*98 

7 

Cloudy 
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48 
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6 

Cloudy 


N. B. The Barometer’s height is taken at one o’clock. 


